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Looking North trom the Building 


A free standing tower of reinforced 
concrete construction 

with sculptured facades of 
reconstructed stone dominating 
the approaches to the City 

from the Harbour Bridge. 


The plaza and landscaped areas 

have been designed to create a total 
environment for the building and the 
historic St, Phillips Church. 


The 22 fully carpeted floors have a 
total net lettable area of 
approximately 202,000 sq. ft. 

and there is parking for 140 cars 
on two basement levels. 


The building is fully air conditioned 
and seven lifts serve all office 
floors. Windows on all four sides 
of the building are double glazed. 


he importance of the entrance 
has been recognised and the 
ground floor lobby and plaza 
have been carefully planned 
to take full advantage 

of the spaciousness 

of the site. 


The building is situated at the junction of 
Clarence and York Streets where they merge 
to form the access to the Harbour Bridge. 
Wynyard, the City bus and train commuter 
complex is within two minutes easy walking 
distance from the site. Circular Quay, the 
City ferry terminal servicing the harbour 
residential areas is also within a few minutes 
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The twenty typical floors have a layout as shown on the plan at 
right. The lettable area of each floor is approximately 9,290 sq, ft. 
The floor has been designed to a 4'0" x 4'0" modular grid for ease 


of subdivision 


The distinctive oriel windows projecting from the corners of the 
building allow boardrooms or senior executive suites to be designed 


so that they have panoramic views of Sydney. 
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LETTABLE AREA 9,290 sq. ft. 


ACH FLOOR HAS: 
Full air conditioning Er 
Fitted-carpets throughout > 
Fibrous tile ocoustic ceilings 
Recessed fluorescent tights —— 

Double glazed windows with integral venetian blin 
Facilities for additional plumbing 

Areas tor heavy loading 

Male and female toilets “>= 

Tea room and chilled drinking water fountain 
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4$ PRIVATE ROAD 


JONES LANG 
WOOTTON 


In keeping with the atmosphere and 
quality of the building, the ground 
floor lobby has been designed solely 
for reception purposes and provides 
a spacious and comfortable area for 
visitors and tenants alike. The lobby 
is approached from the impressive 
colonnade which surrounds the 
building giving protection from the 
elements. Extensive glazing and 
entrances from three sides are 
features of the lobby. The plan at 
left shows the private road which 
provides access to the basement car 
park and the standing area for 
waiting cars. 

The Interior walls to the lobby are 
lined with travertine and the walk 
ways paved with granite. However, 
the reception areas have been 
specially carpeted and, together 
with the low-toned lighting, give a 
feeling of warmth to the lobby. 


SOLE LEASING AND MANAGING AGENTS 
NORWICH HOUSE 
6-10 O'CONNELL STREET, SYDNEY. 2000. 
TELEPHONE: 20.357 


OFFICES ALSO IN MELBOURNE, BRISBANE, ADELAIDE, PERTH, CANBERRA 


